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1h October 1958 


SUBJECT: Contract No. HF~4060, Technical Services 
 ¢t ii 


TO: Contracting Officer 


Reference your letter DPS-4118 dated 12 September 1958 
requesting verificetia of services performed Qo 
technical representative of The Firewel Company, Inc., from 
1 January 1957 through 23 June 1957. As this office wes not 
actively edministering technical services until the move into 
Laughlin Air Foree Base, it ean only be assumed that 
was the Firewel tech rep assigned to the [program st 


Recorda within your organization should show what Firewel 
tech reps were assigned to during the period in question. 
It is recommended that an attempt be made to verify 
service from these records and, if confirmed, that these costs be 
charged te Contract No. HF «060. 


EE contrast for Firewel technical services at 
Laughlin in FY-59 was signed in July 1958. Since the effective 
date of this contract was made retroactive to 1 July 1958, no 
extension of the Period of Performance of Contract No. HF-h060 is 
necessary. 
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